








INDUSTRIAL 


PULLERS 
WV ieieees MACHINES OPERATE; wherever & 


motors, gears, pulleys or shafting turn,-there is 

occasionally an urgent need for pullers. They are 

essential tools in industrial maintenance depart- 

ments .. . are in continuous use in all efficient 

automotive and aeronautical service shops. They 

are inexpensive ‘lifetime’ tools that make diffi- | A U T 0 M O T i Vy f= 
cult, dangerous and tedious jobs, easy, safe and : 

quick. They save time, prevent damage to equip- & iF L L fe R S 
ment and breakage of parts; prevent costly delay 

and extended shut-downs. Armstrong-Bray & Co. 

manufacture a most complete line of gear, wheel . -) 

and bearing pullers for general use. Special pul- 

lers for unique applications, in addition to those 

cataloged here, will also be furnished. 


GUARANTEE — 


All Armstrong-Bray & Co. Products are of highest S a ce C Hl A L 


quality and guaranteed against defective work- 


manship and material. ‘B ie L L E Rr S 
2 


ARMSTRONG-BRAY & CO. 


5366 NORTHWEST HIGHWAY e CHICAGO 30, ILLINOIS 





SD 2 Display Board & Tool Rack 


(1) for displaying and selling individual pullers 


(2) for selling as a unit—A set of pullers on a permanent tool rack 


6 of the most popular pullers packaged complete with display board and tool rack. 
The board is constructed of heavy gauge steel furnished in baked enamel, measur- 
ing 22 by 24 inches. When properly displayed, this board is an efficient silent sales- 
man and can increase your gear, wheel and bearing puller sales. Individual pullers 
may be sold from this board or complete boards may be passed on to the user for 
a permanent tool rack. 


The board is packed as a complete unit in order that the jobber and dealer may 
ship direct from stock without additional labor of packings. Approximate shipping 
weight 28 pounds complete with pullers. 

















The STEELGRIP Puller is made in both 2 and 3 arm types and 
so constructed with its lock-on features that it will not slip off work 
being pulled. These tools are forged of alloy steel and heat treated for 
maximum pulling strength. The arms and screws of both 2 and 3 arm 
pullers are interchangeable. 


STANDARD 2Anm-PULLERS 


Arms of pullers of all but smallest sizes have more than 1 hole 
for adjustment for both long and short reach. The two smallest 
sizes 1001 and 1002 have reversible arms. (See page 6). 


ee og MAG Sn bee Ss eee 
Steelgrip A B CG D E F Approx. ! Approx. 
2 Arm Spread Max. Length Screw Buttress) Screw |Test Load) Shipping 

Puller No. | Range Reach _ | of Screw Head Thread | Point | in Lbs. | Weight 


1001 0-6” 314” 6” Bg sq. | %x20 | 36x60° | 10,000 | 13% lbs. 
1001A 0-8” 514” 65" | 5£6sq. | %x20 | %x60° | 10,000 2 Ibs. 
1002 0-8” 514” 9” 34sq. | %@x18 | 14x60° | 18,000 | 4% Ibs. 
1002A 0-10” 814” 9” 34 sq._ | %x18 | 14x60° | 18.000 5 Ibs. 
1003 0-12” 10” » 1p" .. lgsq. | 13x16 | 34x60° | 33,000. | 10% lbs. 
1003A 0-14” 15” 12” lgsq. | %x16 | 3¢x60° | 33,000 | 13 lbs. 
100314 0-14” 14” 17%” | 13% Hex. | 114x12 | %x60° | 44,000 | 23 Ibs. 
100314A 0-16” 19” 17%” | 13% Hex. | 114x12 | %x60° | 44,000 | 26 lbs. 
1004 0-18” 1514” 171%” | 13% Hex. | 114x12 | %x60° | 56,000 | 37} lbs. 
1004A 0-20” 22° 1714” | 134 Hex. | 1}4x12 | %x60° | 56,000 43 Ibs. 


STANDARD S-Anm, PULLERS 


STEELGRIP 3-arm pullers are recommended for 
work where a 3 point grip is needed. These pullers 
embody the same design and adjustments as the 
2-arm pullers, No. 1031 and 1032 have reversible 
jaws. 

Steelgrip A B © D E F | Approx. | Approx. 


3 Arm Spread Max. Length Screw (|Buttress| Screw |Test Load/ Shipping 
Puller No. | Range Reach _ | of Screw Head Thread | Point | in Lbs. | Weight 


eee | epee | ee | | | 


1031 0-6” 314” 6” 5% sq. %x20 | 3%~x60° | 10,000 | 2}% lbs. 
1031A 0-8” 514” 6” 54 sq. %x20 | 3%x60° | 10,000 | 3% Ibs. 
1032 0-8” 514” 9” 34 sq. Wex18 | 144x60° | 18,000 | 6% lbs. 
1032A 0-10” 814” 9” 34 sq. 14x18 | 14x60° | 18,000 8 lbs. 
1033 0-12” LO” i” % sq. 14x16 | 3¢x60° | 30,000 14 lbs. 
1033A 0-14” 15” 1" ¥% sq. 14x16 | 3¢x60° | 30,000 18 Ibs. 
103314% 0-14” 14” “1314” 134 Hex. | 114x12 | %x60° | 44,000 | 33 Ibs. 
1033144A 0-16” 18” 1314” 134 Hex. | 1144x12 | %x60° | 44,000 | 37 Ibs. 
1034 0-18” 1514” 15” 134 Hex. | 114x12 | %x60° | 56,000 | 55 lbs. 


1034A 0-20" | 22° 15” 134 Hex. | 114x12 | %x60° | 56,000 | 70 lbs. 











ARMSTRONG-BRAY Bearing Separators 





The Bearing Separator, a tool designed for the easy removal 
of bearings, cone shape gears and thin face gears. The bevelled 
edge of these tools is for the insertion behind gears, bearings 
of pulleys where the space is not great enough to allow the 
insertion of the jaws of a puller. Used in conjunction with the 
standard 2-arm puller or universal puller, bearings can be 
removed without damage. Ideal for use with arbor presses. 





Can Be Can Be 











Bearing Used With | Used With | Shipping 
Separator} A B B C D E F Steelgrip Universal | Weight 
No. Max. | Min. Puller No. | Puller No. Lbs. 
950 2ig* | 24%" 0” 36”-16 46” | 4%” 54” 1001 5 1% 
Bae et ey ee: Ce (Ce ee ee ee eee ee 
951 447” | 44” 0” 5”-18 al at ie 114,” 1002 110 5 

100% 205 
952 6” 534” | Pa 54”-18 of” 1 10% 14%” 1003 205 12 
pee Pe" bee Cs ee ee ee ee ee ee ee 
952A 6” 9” 7” 54”-18 4" i 13” 1%” 1003 205 13 
10034 210 
953 io” | 5" 1” | 17-14 | 1%” | 173%” | 1%” |__ 1004 230 42 





These Bearing Separators are 
made in an assortment of 
sizes for use in the automotive, 
industrial, farm equipment, 
refrigeration, aircraft andelec- 
trical fields. 


ARMSTRONG-BRAY Numbers 5 and 10 Pullers 


No. 5 Puller 


The #5 puller with its slotted bar has 
a wide range of adjustments. It can 
be used in conjunction with the 950 
bearing separator as illustrated, ideal 
for electrical shops when used with 
the 950 bearing separator for pulling 
sheaves, pulleys and bearing races. It 
has a range from 0 to 234” O.D. 


No. 10 Puller 


The #10 puller is designed for removing 
Timing Gears, fan pulleys, etc. It is 
also used in conjunction with the 950 
bearing separator for use on objects 
which, because of their construction, 
are not readily pulled with the con- 
ventional type puller. The long forcing 
screw is designed to reach through the 
crank hole so the fan pulley can be 
removed without removing the radia- 
tor. Its range is from 11% to 4144” O.D. 
Forcing screw 1114” 


 & B Cc Forcing Stud |Used With 
Tool Min. & Max, Forcing Screw Cap Bearing Shippin 
No. Diameter Reach poe Dia. Screw | Separator Wet. 
ength 


a EF J 


9 114%” to4%”| 3” 8” = |52”-18/34”-16} 950 | 1 Ib. 


—_—_—_—_——. ——— —— —_ | — | — Ss eee | 


10/144” to4y”| 3” | 111%” |52”-18/3%”-16) 950 | 214 Ibs. 





ARMSTRONG-BRAY | 
Universal Pullers 





Pullers Nos. 110, 205, 210, 220 and 
230 are designed to be used with 
the 951, 952, 952A and 953 bearing 
separators for removing pinions, 
pulleys, gears, wheels, bearings and 
sheaves. 

Threaded adaptors (below) are used 
with these pullers for the removal 
of parts which are drilled and tapped 
to remove them. The pullers come 
with 1 set of legs but additional legs 
are available in various lengths (see 
table below). 








A 
Too Spread B Cc D E F G H I K Standard __|Shipping 
No. Range Puller Weight 
110 2” to 73%” 814” 1%" 34” -16 12” 54”-18 5%" 1" 1%" sq. 634” 110 With 7 Ibs. 
ee Gees, es ee en eS ee ee 
205 434” to 93%" 10%” 2" 1” -14 13” 5%"-18 IK" ig 1” Hex. 9144” | 205 With 18 lbs. 
a a) ee 205-D Legs | 
210 434” to 1234” 13%” Pd 1” -14 13” 54”"-18 i" 34” 1” Hex. 914” 210 With 20 Ibs. 
a RS oe a en ee ok 210-D Legs | -__.. 
220 514” to 1434” 16” 214" 1\%"-12 15%" 17-14 1%" 1” 14%” Hex. 8” 220 With 33 Ibs 
220-PA Legs 
230 814” to 1634” 18” 214" 144”-12 16%” 1*-14 1%" 1% 1%” Hex. 8” 230 With 4G Ibs. 
230-A Legs 


pd nS 
Accessories and Parts for ARMSTRONG-BRAY Universal Pullers 


205-B 205-C | 205-D | 205-E | 205-F 








Leg No. 110-A | 110-Al | 110-B 210-B 210-C | 210-D | 210-E | 210-F | 220-PA | 220-PB | 220-PC 230-A 230-B | 230-C 
Length (K) 634” 1134” 1534” 1614” 221%” 914” 44” 30” 8” 18” 28” 8” 18” 28” 
Use With 205 205 205 205 205 
Tool No. 110 110 110 210 210 210 210 210 220 220 220 230 230 230 
Use Adap- 
tor No. 916 916 916 924 924 924 924 924 932-B 932-B 932-B 932-B 932-B | 932-B 
Weight Per 
Pair—lbs. 5 2.25 3.25 6.5 9 4.25 25 11.5 7 12.5 18 18 15 22 


FEMALE THREADED ADAPTORS MALE ADAPTOR PLUGS 























: Male Female 
No. Size Wt. No. End End Lgth. Wt. 
SIG i. sas * © Shs 56-20 = SEES ow 2 Oe 8 2 oz. ist... Ws ws ss HENS 2c wR Boz, 
S20... we oe SISSRSSIB cc cw es BOM, eM PP we 8 tae ee 
OA. cs pa cs oie HUB BSEIG 6 6 cw me «Om 15M... %-16.... 418 ..24"”... 502. 
O58 . 0c ae os SEIB x BD wwe ew 3 oz. 16-M... 4-20... . 418. .24%... 502. 
. 3 17-M 14-13 54-18 214" 5 0z 
OG. . nw wim « PIB KURHOsS cc wc ws Be Le ai | Bis. Bell Son 
as \) .) <) nn Ts SaM  ° 16... $18 oe a... SO 
929... ew e HEISE HIS. we we FO SEM. BAO. to a ¢ BES 0-2". cs OR 
OF. wc wt § AIR EISE co x we 6 wm x 5 oz. CaM... 14... + wipe 2a! “. . Wher, 
2B onc me ee MIRAE 2a 4s wo. 108. ty an Oy een ele ep 
%- ly. - | * % - ee - - weit OZ. 
ay ya mo - eae = een + oe 36M 9. is hi2 etek Be 18 a ahem sot a Brox: 
3 « 6 @: « “s x : = x 1-1 «es « a's « 32 OZ 37M... 14-Pipe aaeee © 54-18 - 21%" ns be: . OR 
OAD 6 ik wis we ws Se-1S x 2ie-12 wt ce we 6 OR 30-M . . Y-Pipe... 418... 24"... SO 
GIO-A wc cee en & VERA RUAN cn css s ee 41M. tf «Pipe... elie. Be" a” SO 
OA gis aw sy a iw Oe ee Fe 6 7 02. 43M... Pipe... HI8* ~24™ ..° 99% 
S41-A ee oie . om 214 TT nw eo we IO. 20-P ee fell. es 1-14 By nheiieer 2.0% 
Se so h1S £1642 2s cio « 1K 5 <g> a a A ee 
OBA. ta ws EAA EI2 2 sw 15 oz. pens Bee * es ro Sa 
49°. ww we HIRE T ww es _ 13 oz. cop °° * fo. ltt gael 7 Bag. fA. 


MOA cai nace BOSEBET « «sc wm « SS Ae | 5 P18, se 1-14". 2 39". - = 13 oz. 


STEELGRIP Reversible Pullers 





The 1001, 1031; 1002 and 1032 are designed 
with hooks on both ends of the arms. The standard width 
hook is for general use and the narrower small hook can 
be used in close places, inserted into holes in webs of gears 
or for pulling small timing gears, bearings or pinions. 























2- Arm| A B C D E Approx | Approx. 
Puller | Spread | Max. |Lg of | Screw |Buttress| Screw |test load Shipping 
No. | Range | Reach) screw | Head | Head in Ibs Wet 
1001 | 0-6” | 34%” | 6” | S&sq. | %x20 | %%x60° | 10,000 | 13% Ibs. 
1002 | 0-8” | 5%" | 9” | 3% sq. | "x18 | y%x60° | 18,000 | 4 14 Ibs. 
3-Arm Puller No. 
1031 06” .| 3% 6” 54 sq | VexZ20 34x60° | 10,000 | 2% Ibs. 
1032 08” | 544” 9” 34 sq. | x18 | 144x60° | 18,000 | 61% Ibs. 
Electrical Bearing Pullers 
Electrical Bearing 
Pullers for genera- 
ws tors, bearings and 

small gears. Have 

long flanged jaws 

to permit a firm 

grasp behind the 

object to be re- 

moved. 

Puller No. Reach Max. Dia. 

13 3 in. 4 in. 

13A 5 in. 6 in. 

13AS 8 in. 6 in. 


Bushing Extractor 




















Bronze bushings 
are easily removed 
from open or blind 
holes with this tool 
by: (lst) screwing 
the tapered-tap end 
of the screw into 
the bushing. (2nd) 
placing the collar 
forcing block over 
the free screw end, 
and (3rd) drawing 


out the screw and bushing by tightening 
the forcing nut against the collar. 

Capacity: Pulls all bronze bushings of not 
less than 54” or more than 134” I.D. which 
do not exceed 1 %&” 


OLD. 








A-B Internal Puller 


is removed. 


ing bar. 


This puller is de- 
signed for pulling 
rear axle cups and 
bearings after axle 
Inside 
diameters from 114” 
to 6”. Reach 4”. 


No. 61 Armstrong- 
Bray internal puller 
complete with hous- 





| 
Tool 


A | 
No. |Min. Max.| B 








61 | 114”-6” | 4” 











|G D 
‘Screw| Screw Pulling 
Lg. Dia. E Cap. | Wt. 
| | 4 " | lard + + oe 
9” | 98”-18;}11%| 7000| 7 
| | Lbs. | Lbs. 





No. 866 All-Purpose Slide Hammer Puller 





This extremely versatile 3 Arm slide hammer puller has reversible 
jaws—can be used both as an external puller (capacity 0” to 5”) or 
as an internal puller (capacity 114” to 6”). It is a safe, convenient, 
‘‘quick-action,”’ impact tool. It 1s correctly designed and engineered 
and is drop forged from selected alloy steel. 


prises: 
1 No. 866 


1 No. 866B 
1 No. 866C 


1 No. 866G 





No. 866A Slide Hammer Puller Set 


This multi-purpose Puller Assembly com- 


Shde Hammer Puller (described 
above) with the following ac- 
cessories. 

2-way Cross Arm. 

6”, deep slotted Cap Screw 
Cross Arm 

Single Jaw Leg (2'5%%”) for 
pulling grease retainers, bush- 
ings, etc. 

T-handle puller Shaft 

Hex Head Puller Screw (634”) 
Interchangeable Centering Tip. 


SHAFT PROTECTORS 


Used between the forcing screw and the end of 
the shaft, these Protectors prevent injury to the 
centers in shaft ends resulting from heavy pressure 
No. 625A—Set of 6 Shaft Protectors(Sizes below) 





i ii 625-5 
Hn | 625-6 











ge “B” “CC” 60°M“D”’ 60°F 
Waa CWA 374 (PALL 

] 3 ” “4 ” 32 7 Hy ” 

] ne Sy ” 3 S w” é Ss . 
3/7" § ” 1 . ” +e 
‘ae it) ” ie ” 4p: ” 

4 ” hy " rf 4 ” {3 " 
78 78 716 16 








Caen 


WHEEL PULLERS 


Chaingrip pullers are recommended for pulling 
gears, wheels or pulleys, which are at considerable 
or varying distances from end of shaft, and for 
applications when a single puller is to be used for 
a wide variety of applications—large wheels, small 
motor pulleys, or wheels which are a great distance 
from end of shaft. 
Chains have a standard chain hook on one end, 
(for use on spoked wheels) and special hooks on 
the other end (for pulling motor pulleys, pinions, 
sheaves) that are designed to make a sure grip 
where space is limited. The yoke which supports 
the large heat-treated forcing screw has 3 chain 
slots that permit the instant adjustment of chains 
to any link length. 
Chaingrip Universal Pullers for tractors, ma- 
chinery line-shafting, refrigeration equipment, 
come in 4 sizes. All chains are proof-tested. 


ey 



















Approx. 
Chain Diameter Pull 
Length Link Capacity Weight 
No. 1 18 in. 3 In. 1 ton 8 lbs. 
No. 2 a ft. Vy in. 3 tons 17 lbs. 
No. 3 4 ft. 3¢ in. 7 tons D0 Ibs. 


No. 4 5 it. V6 in, 12 tons 90 lbs. 


APPLIANCE SERVICE PULLERS 


Nos. R22 and R23 Refrigeration Pullers 





A tool designed for the refrigeration field. Arms 
can be rotated 90 degrees for pulling spoked fly 
wheels. Has a range of 5 inches in reach and 
takes up to 6 inches in diameter. 


These pullers are forged with long wide jaws for 
a positive grip on fly wheels and can be used on 
many jobs outside the refrigeration field when a 
jaw of this type is needed. 


— 


No. 252 Bearing and Gear 


Puiler 
SH 40 OIL BURNER 

A small handy puller that goes into BLOWER PULLER 
service kit—pulls motor pulleys, small 
sheaves and gears, easily, without This tool is designed for the dif- 
breakage. ficult job of removing oil burner 

Tool Min. & Max. blowers. Has a wide range—will 

No. Reach Dia. Weight 


me take up to 71% inches in diameter 


252 14% Q”-2” 1 Ib. and a reach of 5 inches. 
2352 23% 0"-3%" 2 Ib. 








ARMSTRONG-BRAY Automotive Puilers 


No. H50 Wheel Hub Puller 


Bearing 
Separators 


For easy removal of 
bearings, cone shaped 
and thin faced gears. 
Bevelled edges are in- 
serted and drawn up 
behind gears to give 
enough spread for the 
jaws of a regular gear 
puller. Also can be used 
in conjunction with 
#10 pullerasillustrated. 





No. 10 Puller 


The No. 10 puller 

is designed for re- 

moving Timing 

Gears, Fan Pulleys, 

etc. It is also used 

in conjunction with 

the 950 bearing 

separator for use on 

objects, which because of their con- 
struction, are not readily pulled with 
the conventional type puller. The long 
forcing screw is designed to reach 
“through the crank hole so the fan 
pulley can be removed without remov- 
ing the radiator. Its range is from 114” 
to 414” O.D. Forcing screw 111%”. 





A B Cc Forcing Stud |Used With 
Tool Min. & Max. Forcing Screw Cap Bearing shipoing 
No. Diameter Reach oor Dia. Screw | Separator gt. 
ngt 


54”-18)34”-16| 950 | 1 Ib. 


1114” |54”-18)3%”-16| 950 | 2% lbs. 


10 1%” to 4le” 3” 


NOTE: For Bearing Separators tn other sizes see page 4 of this catalog, 


No. 48 Pitman Arm Puller 
The P48 puller is designed for the removal 
of Pitman steering arms and is used in 
many cases where a tool of this type is 
needed for removing pinions and small 
gears. Reach 244”. Diameter 4”. 

No. TL18 Fan ee ee 

Propeller Puller i 

This tool with its spe- 
cial designed arms for 
the pulling of cooling 
fans, special gears and 
bearings. Will take up | 
to 4” in diameter and | | 





















Shansiienremere rent 


long hooks on jaws. 


No. 252BT Battery Terminal Puller 


A small, powerful puller with feet taper- 
ground, it fits close around a battery 
terminal and facilitates the removal of 
cables without causing damage to the 
terminal. 


TOOL NO. REACH DIA. WEIGHT 
202 BT ly 0"-2” 1 lb. 











No. 1152 Steering Wheel Puller 





rea Cc h t O 3 1 4 A : Ha S i 2 ss ee meee ss 









The H50 Universal 
Wheel Hub Puller has 
3 arms which are MOV- cel} Puce —_ 
able to permit instant & ° 
attachment to most 
automotive studs. It 
has a striking wrench 
handle and_— swivel» 
point to eliminate pos- 
sible damage to the axle. 
Special Floating hub design per- 
mits use of hammer on forcing screw — 
handle giving the extra power of impact rool. 
The H55 Adaptor puller is for use on Fords, models 36 to 39. 
This puller is used with the H50 puller by removing one of the 
H50 arms. 





The No. 1152 Steering Wheel 
Puller ends hammering, 
battering and_ breakage. 
Positioned with hinged ring 
pads under the spokes and 
pressure block on end of 
column. Puller has spread 
of 10 inches. Screw 7 inches 
long. Hinged ring 514 inches 
in diameter. 


B 
A FORCING 
RING SCREW 
DIAM- WITH 
TOOL ETER COLLAR | SCREW D 
NO. LENGTH DIA. REACH | WEIGHT 





Does dozens of everyday automotive jobs 
easily and efficiently. (See description 
under Industrial Pullers.) 


No. 61 Internal Puller 


For pulling rear axle rods and bearings 
after axle is removed. (See descriptions 
under Industrial Pullers.) 


Electrical Bearing Pullers 


Electrical Bearing Pullers for 
generators, bearings and small 
gears. Have long flanged jaws 
to permit a firm grasp behind 
the object to be removed. 


PULLER MAX. hs 
NO. REACH DIA. 

13 am,» 4 ie 

13A 5 in. 6 in. 

13AS 8in. Gin. 


ARMSTRONG-BRAY & CO. 


; 5364-5378 Northwest Highway 


Chicago 30, U.S.A. 


Printed in U.S.A. 


